112     DOCKETED ITEMS
-8503010376 Notification of significant licensee 850228 meeting at Region If ofc to discuss areas of apparent nonconformance w/10CFR50,App R.fire protection program at facility.
*  Region 2, Office of Director. 85/02/22. Region 2, Office of Director. 1p. 29166:145-29166:145.
8503050365 Revised radiological emergency implementing procedures, including Rev 4 to MSEC-IPD IP-8 re water resources & Rev 0 to MSEC-IP IP-19 re svcs & field operations.W/850227 Itr. HUFHAM.J.W. Tennessee Valley Authority. 85/02/27. 41pp. 29212:111-29212:151.
8503210010 Forwards Insp Repts 50-327/85-07 & 50-328/85-07 on 850205-07.No violation on deviation noted.
VERRELLLI.D.M. Region 2, Office of Director. 85/02/27. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29478:296-29478:305.
-8503210015 Insp Repts 50-327/85-07 & 50-328/85-07 on 850205-07.NO violation or deviation noted. Major areas inspectedrfull- scale emergency exercise. DECKER.T.R. Region 2, Office of Director. 85/02/25. 8pp. 29478:298-29478:305.
8503010420 "Sequoyah Nuclear Plant Radiological Emergency Exercise Scenario."
* Tennessee Valley Authority. 85/02/28. 286pp. 29168:141-29169:066.
8503110159 Advises that 850115 Rev 10 to generic security personnel training & qualification plan consistent w/provisions of 10CFR50.54(p) & acceptable-Administrative clarification requested.
WALKER.R.D. Region 2, Office of Director. 85/02/28. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29306:132-29306:133.
8503120291 Forwards addl info on SPDS facilities.in response to NRC 841001 request. SHELL.R.H. Tennessee Valley Authority. 85/03/01. ADENSAM.E. Licensing Branch 4. 23pp. 29318:038-29318:060.
8503080275 Forwards revised request for Deviation 15 to App R to 10CFR50 as listed in uti!850111 Itr.
DOMER.JA Tennessee Valley Authority. 85/03/04. ADENSAM.E. Licensing Branch 4. 2pp. 29275:035-29275:036.
8503080368 Documents results of 850227 & 28 meetings w/NRC re request for approval   of   physical   security   plans.Util   maintains   position   that   plans   meet   NRC requirements.High level appeal meeting on issue unnecessary. HUFHAM.J.W. Tennessee Valley Authority, 85/03/04. THOMPSON.H. Division of Licensing. 4pp. 29271:171-29271:174.
8503150344 Forwards rev to physical security plan.clarifying 840613 application to amend Licenses DPR-77 & DPR-79.Rev withheld (ref 10CFR73.21). HUFHAM.J.W. Tennessee Valley Authority. 85/03/11. Office of Nuclear Reactor Regulation, Director. 2pp. 29373:215-29373:216.
8503190051 Rev 9 to Muscles Shoals Emergency Ctr Implementing Procedure IP-9 "Emergency Radiological Monitoring Procedures." W/850311 Itr. MAXWELL.R.B. Tennessee Vafley Authority. 85/03/11. 9pp. 29405:036-29405:042.
8503100370 Rev 18 to radiological emergency plan.W/850311 Itr. HUFHAMJ.W. Tennessee Valley Authority. 85/03/11. GRACE.J.N. Region 2, Office of Director. 6p. 29409:088-29409:093.
8503260399 Forwards proposed rev to physical security plan.Rev withheld (ref 10CFR73.21).
HUFHAM.J.W. Tennessee Valley Authority. 85/03/13. GRACE.J.N. Region 2. Office of Director. 1p. 29505:328-29505:328.
8503260198 Forwards Rev 11 to generic security personnel training & qualification plan.Rev withheld (ref 10CFR73.21).
HUFHAM.J.W. Tennessee Valley Authority. 85/03/15. GRACE.J.N. Region 2, Office of Director. 1p, 29503:189-29503:189.
8503290101 Forwards rev to proposed physical security plan.Rev withheld (ref 10CFR73.21).
MCCLOUD.D.E. Tennessee Valley Authority. 85/03/27. Record Services Branch (Document Control Desk). 2pp. 29562:034-29562:035.
P. Operating license stage documents & correspondence
8412110214 Prelimary "Sequoyah Nuclear Plant. Integrated Containment Analysis,IDCOR Task 23.1.Final Rept"
* Tennessee Valley Authority. 84/12/31. 250pp. 27897:290-27898:044.
8503050362 Forwards response to Generic Ltr 84-24, "Certification of Compliance to 10CFR50.49,Environ Qualification of Electric Equipment Important to Safety..." for Browns Ferry & Sequoyah.Extended response date noted.
HUFHAM.J.W, Tennessee Valley Authority. 85/02/25. THOMPSON.H. Division of Licensing, 4pp. 29206:175-29206:178.
8503080065 Submits completion schedule for Multi-Plant Action Items C-10 & C-15, "Control of Heavy Loads," for listed plants. Generic Itr closing issue will be issued by 850430.
NEIGHBORS.D. Operating Reactors Branch 1. 85/02/25. THOMPSON.H.L Division of Licensing. 1p. 29299;355-29299:355.
8503050478 Responds to RM Diggs 850117 & 0211 Itrs re determination of fees for const extension requests.Util supports NRC determination & will submit fees. HUFHAM.J.W. Tennessee Valley Authority, 85/02/27. MILLER.W.O. License Fee Management Branch. 1p. 29209:195-29209:195.
8503210282 Forwards info on sites selected for evaluation for establishment of VHF radio communications sys,per 850221 request.
COLLINS.D.M, Region 2. Office of Director. 85/02/27. HERMAN.D. Interior.Deptof, Bureau of Land Management. 10pp. 29478:326-29478:335.
8503190544 Forwards revised responses to Questions 4,9 & 10 re Generic Ltr 83-28, "Required Actions Based on Generic Implications of Salem ATWS Events." Responses previously submitted in 840627 Itr.
SHELL.R.H. Tennessee Valley Authority. 85/03/13, ADENSAM.E. Licensing Branch 4. 2pp. 29407:187-29407:188.
8503190553 Advises that on 850115,during field verification of environ qualification of electrical equipment.solenoid valves on auxiliary bldg gas treatment sys suction & discharge damper determined not qualified.Valves replaced.
SHELL.R.H. Tennessee Valley Authority. 85/03/13. ADENSAM.E. Licensing Branch 4 1 p. 29407:190-29407:190.
8503260396 Forwards revised response to Section 4.0 of supplemental responses submitted on 840530 re NUREG-0737,ltem II.D.1, "Performance Testing of Reactor Relief & Safety Valves."
DOMER.J.A. Tennessee Valley Authority. 85/03/18. ADENSAM.E. Licensing Branch 4. 4pp. 29505:324-29505:327.
Q. Inspection reports, IE Bulletins & correspondence
8503010375 Forwards revised response to Item C of notice of violation re Insp Roots 50-327/83-26 & 50-328/83-26.Violation denied. Tech Spec change re acoustic monitors initiated.
MILLS.LM. Tennessee Valley Authority. 84/09/21. O'REILLY.J.P. Region 2. Office of Director. 3pp. 29161:277-29161:279.
8503050118 Forwards Insp Rept 50-328/84-39 on 841217-20.No violations or deviations noted.
VERRELLI.D.M. Region 2. Office of Director. 85/01/28. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29221:174-29221:180.
-8503050122  Insp  Rept   50-328/84-39   on  841217-20.NO  violations  or  deviations noted.Major areas  inspected:startup testing following  refueling.control rod worth measurement.isothermal temp coefficient & zero power test witnessing, MATHIS.J.L.. JAPE.F.  Region  2.  Office of Director.  85/01/25.  5pp. 29221-176-29221:180.
8503060139 Ack receipt of 850118 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-327/84-33 & 50-328/84-33.
VERRELLI.D.M. Region 2, Office of Director. 85/01/30. PARRIS.H.G. Tennessee Valley Authority. 1p. 29250:032-29250:044.
-8503060148 Responds to NRC 841213 Itr re violations noted in Insp Repts 50-327/84-33 & 50-328/84-33.Corrective actions:inspectors certified.insp of batteries documented & QC inspector instructed re meggar daily calibr log.
LAMBERT.D.L Tennessee Valley Authority. 85/01/18. O'REILLY.J.P. Region 2, Office of Director. 3pp. 29250:033-29250:035.
-8503060157 Forwards Insp Repts 50-327/84-33 & 50-328/84-33 on 841030-31 & notice of violation.
VERRELLI.D.M. Region 2. Office of Director. 84/12/13. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29250:036-29250:038.
-8503060165 Notice of violation from insp on 841030-31. * Region 2, Office of Director. 85/12/13. 1p. 29250:038-29250:038.
-8503060175 Insp Repts 50-327/84-33 & 50-328/84-33 on 841030-31. Violation noted:failure to perform periodic insps on batteries for emergency diesel generator & failure to document calibr of megger.
GIBBONS.T.D.,   CONLON.T.E.   Region   2.   Office   of   Director.   84/12/11.  6pp. 29250:039-29250:044.
8503070079 Ack receipt of 841221 response to 840810 confirmation of action Itr re results of associated circuit analysis,review of compliance w/10CFR50,App R & final monthly status rept documenting noncompliance & corrective actions, OLSHINSKI.J.A. Region 2, Office of Director. 85/02/01. PARRIS.H.G. Tennessee Valley Authority. 1p. 29268:023-29268:023.
8503060307 Ack receipt of 850118 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-327/84-29 & 50-328/84-29.
VERRELLI.D.M. Region 2. Office of Director. 85/02/04. PARRIS.H.G. Tennessee Valley Authority, ip. 29250:313-29250:330.
-8503060316 Responds to NRC 841212 Itr re violations noted in Insp Repts 50-327/64-29 & 50-328/84-29.Corrective actions:Breaker 213 closed immediately after personnel informed of automatic diesel generator starts.Generators stopped & reset. LAMBERT.D.L Tennessee Valley Authority. 85/01/18. O'REILLY.J.P. Region 2, Office of Director. 3pp. 29250:314-29250:316.
-8503060330 Forwards Insp Repts 50-327/84-29 & 50-328/84-29 on 841006-1105 & notice of violation.
VERRELLI.D.M. Region 2, Office of Director. 84/12/12. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29250:317-29250:330.
-8503060337 Notice of violation from insp on 841006-1105. * Region 2, Office of Director. 84/12/12. 1p. 29250:319-29250:319.
-8503060345 Insp Repts 50-327/84-29 & 50-328/84-29 on 841006-1105. Violation notedfailure to establish adequate procedure for surveillance testing. FORD.EJ., WEISE.S, Region 2, Office of Director. 84/12/10. 11pp. 29250:320-29250:330.
8503070211 Forwards Insp Repts 50-327/85-03 & 50-328/85-03 on 850108-11.No violations or deviations noted.
VERRELLt.D.M. Region 2, Office of Director. 85/02/05. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29267:217-29267:218.
-8503070214 Insp Repts 50-327/85-03 & 50-328/85-03 on 850108-11.No violation or deviation noted.Major areas inspected:followup on unresolved items,inservice insp data review & evaluation & IE Bulletin 80-08.
COLEY.J.L, BLAKE.J.J. Region 2, Office of Director. 85/02/04. 9pp. 29267:219-29267:227.
8503070430 Discusses policy re proprietary review of insp repts. Licensee responsible for informing inspector if matls considered proprietary.
OLSHINSKI.J.A. Region 2, Office of Director. 85/02/05. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29265:361-29265:362.int testing on P-11 block switches.
